MOBILE LOUNGE at DULLES INTERNATIONAL AIRPORT 


MOBILE LOUNGE AT DULLES INTERNATIONAL AIRPORT 
The mobile lounge is the largest passenger carrying 
vehicle ever operated and designed for this purpose. It 
is 54 feet long, 16 feet wide, stands 1714 feet high and 
weighs 76,000 pounds. It can carry 73 seated passengers 
and their hand luggage. When the lounge abuts the 
terminal it becomes a comfortable waiting room. 
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